
"I have not failed. I've just found..." - Thomas A. Edison
BrainyQuote
"I have not failed. I've just found 10,000 ways that won't work." — Thomas A. Edison, American Inventor.

BrainyQuote has been providing inspirational quotes since 2001 to our worldwide community.
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